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CONFIDENTIAL ADDIS ABABA 12359 

E.O. 11652: GDS 
TAGS: SWEL, ET, US 
SUBJ: HARAR EYE CLINIC 

REF: ADDIS ABABA 12150 AND PREVIOUS 

1 . WE HAVE RECEIVED TELEPHONIC INDICATION FROM BUMED, U.S. 
NAVY (CAPT. SEATON), THAT NAVY IS PREPARED CONTINUE OPERATING 
HARAR EYE CLINIC BUT WE STILL LACK OFFICIAL WORD. 

2. IN LAST THREE DAYS WE HAVE HAD INQUIRIES FROM HARAR 
HOSPITAL AND SENIOR OFFICIAL IN MINISTRY OF HEALTH ABOUT 
OUR INTENTIONS RE HARAR. WITHOUT ANY FORMAL WORD, WE HAVE 
HAD TO FINESSE OUR REPLIES, BUT BASED UPON TELECON NOTE 
CHANCE DOCTORS WILL BE RETURNING, PERHAPS THIS MONTH. 

3. IF AS WE BELIEVE, NAVY HAS MADE POSITIVE DECISION, WE 
WOULD APPRECIATE EARLY CONFIRMATION AND INDICATION OF 
THEIR INTENTIONS RE TIMING. 

TIENKEN 
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